70      DOCKETED ITEMS

9107090147 Forwards amends 124 & 113 to licenses DPR-39 & DPR-48, respectively &
safety evaluation.Amends revise Tech Spec 4.0.2 & associated bases to delete 3.25
limit on extension of surveillance intervals.

HICKMAN.J.B.   Project  Directorate   IH-2.  91/07/02.   KOVACH.TJ.   Commonwealth
Edison Co. 2pp. 58335:266-58335:277.

-9107090155 Amends 124 & 113 to licenses DPR-39 & DPR-48,respectively, revising
TS 4.0.2 & associated bases to delete 3.25 limit on extension of surveillance intervals.
BARRETT.RJ. Project Directorate III-2. 91/07/02. 7pp. 58335:268-58335:274.

-9107090161 Safety evaluation supporting amends 124 & 113 to licenses DPR-39 &
DPR-48,respectively.

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/07/02. 3pp.
58335:275-58335:277.

CE-1 -A, acceptable.
ED.C. Commonwealth Edison

9107180044 Advises that 910123 rev 60 to QA topical rep
WRIGHT.G.C. Region 3 (Post 820201). 91/07/10. RE
Co. 2pp. 58438:032-58438:033.

9107180160 Forwards amends 125 & 114 to licenses DPR-39 & DPR-48, respectively &
safety evaluation.Amend revises Tech Specs re reactor vessel toughness tables.
HICKMANJ.B.   Project Directorate   IH-2.  91/07/10.  KOVACH.TJ.   Commonwealth
Edison Co. 2pp. 58463:113-58463:123.

-9107180167 Amends 125 & 114 to licenses DPR-39 & DPR-48,respectively, revising
Tech Specs to correct inconsistencies in reactor vessel toughness tables.
BARRETT.R.J. Project Directorate IH-2. 91/07/10. 7pp. 58463:115-58463:121.

-9107180175 Safety evaluation supporting amends 125 & 114 to licenses DPR-39 &
DPR-48,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/07/10. 2pp.
58463:122-58463:123.

9107190069 Application for amends to Licenses DPR-39 & DPR-48 for use of VAN-
TAGE 5 fuel & removal of cycle-specific parameter limits & relocating limits to core
operating limits rept,per 910327 Itr.

STIMAC.S.F. Commonwealth Edison Co. 91/07/10. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 105pp. 58513:124-58515:069.

-9107190075 Proposed tech specs re use of VANTAGE 5 fuel & removal of cycle-spe-
cific core operating limits to ref core operating limits rept containing limits.per guid-
ance in Generic Ltr 88-16.

*  Commonwealth Edison Co. 91/07/10. 464pp. 58513:229-58515:053.

-9107190085 Rev 1 to "Zion Units 1 Cycle 13 Core Operating Limits Rept."

*  Commonwealth Edison Co. 91/07/31.16pp. 58515:054-58515:069.

9107300179 Summary of 910607 meeting w/util re results of control room ventilation
sys & test conducted in Feb 1991 at plant.List of attendees encl.
PATEL.C.P.   Project  Directorate  III-2.  91/07/15.   Project  Directorate  IH-2.   38pp.
58604:305-58604:342.

9107260188 Submits outline of process to resolve comments on new std tech specs
developed by NRC staff .Suggests that they schedule meeting for early part of Aug to
discuss process.

GRIMES.C.I. Technical Specifications Branch. 91/07/17. BUSH.L Commonwealth
Edison Co. 4pp. 58590:098-58590:101.

9107300066 Forwards Amends 126 & 115 to Licenses DPR-39 & DPR-48,
respectively.Amends revise TS 3.2.1 .F to allow reduction in boric acid sys concentra-
tion from 12% to 3.4%.

HICKMANJ.B.   Project  Directorate   IH-2.  91/07/17.  KOVACH.TJ.   Commonwealth
Edison Co. 2pp. 58604:261-58604:275.

-9107300089 Amends 126 & 115 to licenses DPR-39 & DPR-48,respectively, revising
TS to allow reduction in boric acid sys concentration from 12% to 3.4%.
BARRETT.R.J. Project Directorate IH-2. 91/07/17. 10pp. 58604:263-58604:272.

-9107300101 Safety evaluation supporting amends 126 & 115 to licenses DPR-39 &
DPR-48,respectively.

*  Office of Nuclear Reactor Regulation, Director (Post 870411). 91/07/17. 3pp.
58604:273-58604:275.

9107240088 Discusses licensees review & update of vendor interface programs to re-
flect guidance provided in Generic Ltr 90-03.

TAYLOR.D.L. Commonwealth Edison Co. 91/07/18. Document Control Branch (Docu-
ment Control Desk). 2pp. 58551:172-58551:173.

9107240145 Confirms plans to hold mgt meeting on 910625 at facility to review
progress of implementation & execution of mgt action plans program.recent events &
impact & other topics of mutual interests.

GREENMAN.E.G.  Region  3  (Post  820201).  91/07/18,  REED.C.   Commonwealth
Edison Co. 1p. 58498:188-58498:188.

9107260157   Submits   daily   highlight.Notification   of   910724   meeting   w/   util   in
Rockville.MD to discuss proposed rerack methodology for plant fuel pool.
HICKMANJ.B.   Project   Directorate   III-2.   91/07/19.   MURLEY.T..   MIRAGUA.F.,
RUSSELL.W. NRC - No Detailed Affiliation Given. 3pp. 58541:188-58541:191.

9107260173 Notification of 910730 meeting w/util in Rockville.MD to discuss util ap-
proach in implementing recommendations from Mgt Analysis Co cultural assessment
of plant & support organizations.

PATELC.P. Project Directorate IH-2. 91/07/19. BARRETT.RJ. Project Directorate III-
2. 3pp. 58572:206-58572:208.

9107300014 Forwards amends 127 & 116 to licenses DPR-39 & DPR-48, respectively A
safety evaluation.Amends incorporate radiation monitoring instrumentation installed in
new technical support ctr,

HICKMANJ.B.  Project Directorate  III-2.  91/07/22.  KOVACH.TJ.  Commonwealth
Edison Co. 2pp. 58604:244-58604:256.

-9107300015 Amends 127 & 116 to licenses DPR-39 & DPR-48,respectively, incorpo-
rating radiation monitoring instrumentation installed in new technical support ctr.
BARRETT.R;J. Project Directorate IH-2. 91 /07/22. 9pp. 58604:246-58604:254.

-9107300016 Safety evaluation supporting amends 127 & 116 to licenses DPR-39 &
DPR-48,respectively,

*  Office of Nuclear Reactor Regulation, Director (Post 870411). 91/07/22. 2pp.
58604:255-58604:256.

9107300060 Confirms 910906 meeting to discuss issues of mutual interest as requested
in 910711 telcon.Forwards meeting notice.W/o encl.

DAVIS.A.B. Region 3 (Post 820201). 91/07/23. STONE.R.H. Bechtel Power Corp.
2pp. 58559:069-58559:070.

9107310033 Forwards rept of ECCS evaluation model changes from
Westinghouse.based on info received on 910625.No units have experienced total
peak fuel cladding temp impact of greater than 50 F on design basis LOCA as result
of model changes.

TAYLOR.D.L. Commonwealth Edison Co. 91/07/25. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 10pp. 58606:351-58606:360.

Q. Inspection reports, IE Bulletins & correspondence

9106030272 NRC Info Notice 91-035, "Labeling Requirements for Transporting Multi-
Hazard Radioactive Matls." Svc list encl.

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413). 91/06/07.
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202.

9106040346 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, Inc. 87pp. 58297:117-58297:204.

9106110125 NRC Info Notice 91-039, "Compliance W/10 CFR Part 21, 'Reporting of
Defects & NoncomplianceV Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/06/17. Consolidated Edison Co. of New York, Inc. 70pp. 58568:164-58568:234.

9107180082 Provides commitments for Zion Station re validated adequacy of sys used
for periodic inservice insp & to upgrade testing methods.per 890602 application for
amend to Licenses DPR-39 & DPR-49.

STIMAC.S.F. Commonwealth Edison Co. 91/06/18. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 2pp. 58484:236-58484:237.

9107180101 Provides suppl info re activities performed in second interval inservice insp
programmer 860211 Itr.

STIMAC.S.F. Commonwealth Edison Co. 91/06/18. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 2pp. 58472:001-58472:002.

9106130344 NRC Info Notice 91-040. "Contamination of Nonradioactive Sys & Result-
ing Possibility for Unmonitored.Uncontrolled Release to Environ." Svc list encl.
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York. Inc. 86pp. 58297:207-58297:293.

9106210168  NRC Info Notice 91-041, "Potential Problems W/Use of Freeze Seals."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58416:188-58416:272.

9106210169 NRC Info Notice 91-042, "Plant Outage Events Involving Poor Coordination
Between Operations & Maint Personnel During Valve Testing & Manipulations." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:067-58435:152.

9107110254 Forwards insp rept 50-237/91-17,50-249/91-16,50-295/91-13, 50-304/91-
13,50-373/91-12,50-374/91-11,50-456/91-16 & 50-457/91-14 on 910611-13.No viola-
tion noted.

GREGER.LR. Region 3 (Post 820201). 91/06/27. REED.C. Commonwealth Edison
Co. 2pp. 58369:338-58369:353.

-9107110267 Insp repts 50-237/91-17,50-249/91-16 & 50-295/91-13.50-304/ 91-
13,50-373/91-12,50-374/91-11,50-456/91-16 & 50-457/91-14. No violation
noted.Major areas insp:licensees drug & alcohol abuse policies & procedures,program
administration.

BELANGER.J.L., CHRISTOFFER.G.. KNICELEY.J.R. Region 3 (Post 820201). 91/067
26. 14pp. 58369:340-58369:353.

9107100206 Clarifies 910515 application for amend to Licenses DPR-39 & DPR-
48,changing Tech Specs re inservice insp/testing of ASME components.pumps &
valves.per NRC request.Listed TS sections should be approved to avoid forced shut-
down of Unit 1.

STIMAC.S.F. Commonwealth Edison Co. 91/07/01. MURLEY.T.E, Office of Nuclear
Reactor Regulation, Director (Post 870411). 2pp. 58395:010-58395:011.

9107080284 Forwards response to one Level IV violation & two weaknesses noted in
Insp Rept 50-295/91-05 & 50-304/91-05 re failure to provide vital area keys to oper-
ating personnel & 910321 loss of station power eventResponse withheld.
KOVACHJ.J. Commonwealth Edison Co. 91/07/03. Document Control Branch (Docu-
ment Control Desk). 1p. 58393:022-58393:022.

9107110060 Forwards mgt meeting repts 50-237/91-21,50-456/91-18, 50-457/91-
16,50-454/91-17,50-455/91 -17,50-249/91 -21, 50-373/91-14,50-374/91 -14,50-254/91 -
16,50-265/91 -12, 50-295/91-16 & 50-304/91-16 on 910613.

GREGER.LR. Region 3 (Post 820201). 91/07/03. REED.C. Commonwealth Edison
Co. 2pp. 58367:079-58367:084.

-9107110066 Mgt meeting repts 50-237/91-21,50-456/91-18,50-457/91-16, 50-454/91-
17,50-455/91-17,50-249/91-21,50-373/91-14,50-374/91-14.50-254/91-16,50-265/91-
12,50-295/91-16 & 50-304/91-16.
SCHUMACHER.M.C. Region 3 (Post 820201). 91/07/02. 4pp. 58367:081-58367:084,

9106280018 NRC Info Notice 91-043, "Recent Incidents Involving Rapid Increases in
Primary-to-Secondary Leak Rate." Svc list encl.

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 91/07/05
Consolidated Edison Co. of New York. Inc. 84pp. 58435:153-58435:238.s Assessment (Post 870411). 91/07/18.
